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BILL NO. S-75-09-^'7- 

SPECIAL ORDINANCE NO. S- ‘ 

AN ORDINANCE approving a contract with GRAYBAR 
ELECTRIC COMPANY for purchase of materials for 
Street Lighting Department 

BE IT ORDAINED BY THE COMMON COUNCIL OF THE CITY OF FORT 
WAYNE, INDIANA: 

SECTION 1. That the contract dated September 8, 1975, between the 
City of Fort Wayne, by and through its Mayor and the Board of Public Works and 
GRAYBAR ELECTRIC COMPANY, for: 


360 LU100/BD Lucalux high pressure sodium lamps 
36 LU150BD Lucalux high pressure sodium lamps 


$8,064.00 

806.40 


$8,870.40 

all as more particularly set forth on CITY UTILITIES PURCHASE ORDER 7082, 
which is by reference incorporated herein, made a part hereof and is hereby 
in all things ratified, confirmed and approved. 

SECTION 2. This Ordinance shall be in full force and effect from 
and after its passage and approval by the Mayor. 

















in tun and on oiotion by__ 


seconded by 


44 


~nd duly adooted, read the second time by title and referred 
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Read , tfc& third time in fu 13 ana on motlorpby_ 

.Oded by _, aad duly adopted, placed on its passape. 
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Passed a nr. adopted by the Common Council of the City of Port Wayne, Indiana, 
(Z "g:n frtvi f4•,; (Gdixera 1) • .( - ft rrn exdtiTTiT j, (Special) (Afift^priarfan) Ordinance 
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S-75-09-27 


Bill No, 

REPORT OF THE COMMITTEE. ON CITY UTILITIES _ 

We 3 your Committee on City Utilities _to whom was referred an Ordinance 

approving a contract with GRAYBAR ELECTRIC COMPANY for purchase of materials- 

for Street Lighting Department 


have had said Ordinance under consideration and beg leave to report back to the Common 
Council that said Ordinance _ PASS," 

Paul M. Burns - Chairman 


Donald J. Schmidt - Vice-Chairman 


Winfield C. Moses, Jr. 


William T. Hinga 



Eugene Kraus 5 Jr, 


pm 


it 


,//• 


CONCURRED IN 





-CHARLES W. WESTERMAN/ CITY CLERK 
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CITY UTILITIES 


DEPARTMENT OF PURCHASES 
ROOM 950 CITY-COUNTY BUILDING 
NUMBER ONE EAST MAIN SJREET 
FORT WAYNE .INDIANA 46802 
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age, packing slip, invoice, bill of lading 
express receipt and correspondence. 
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Graybar Elect Co. 

2109 E. State Blvd. 

| Ft. Wayne, Indiana 

—Attn: Joe Jup 
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SHIP TO ■ 



Street Lighting Engr. 
1701 S. Lafayette St. 
Ft. Wayne, Indiana 


GENERAL ACCOUNTING 
4th FLOOR CITY-COUNTY BUILDING 
NUMBER ONE EAST MAIN STREET 
FORT WAYNE, INDIANA 46802 

INVOICE IN DUPLICATE, INCLUDING 
CERTIFICATION AS REQUIRED BY 
INDIANA STATE BOARD OF ACCOUNTS 
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NOTE-. TERMS OF PAYMENT MUST BE SHOWN ON FACE OF INVOICE. OTHERWISE JC2faVASli DlSCOUl 
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Dopt. Hood 




















































DIGEST SHEET 




TITLE OF ORDINANCE Special Ordinance _,_ ^ 

DEPARTMENT REQUESTING ORDINANCE _ Board of Public Works ___ 

SYNOPSIS OF ORDINANCE Covers purchase of 360 LU100/BD Lucalux high pressure sodium 
lamps and 36 LU150/BD Lucalux high pressure sodium lamps from Graybar Electric 

Company in amount of $8,870.40 under City Utilities Purchase Order 7082 for use 

in Street Lighting Department. 


EFFECT OF PASSAGE Acquirement of necessary materials for lighting project on 
Crescent Avenue. 


EFFECT OF NON-PASSAGE Unable to complete approved project on Crescent Avenue 


MONEY INVOLVED (Direct Costs, Expenditures, Savings) $8,870,40 cost to Utilities 


ASSIGNED TO COMMITTEE 































